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First published at 00:45 UTC on October 17th, 2019. 
The fact that Barrett adheres to a false version of Catholicism is why her views are awful. 


#AmyCohenBarrett #SCOTUS #JohnZmirak #ChurchAndState #Kavanaugh 

Links 

Bad pick: https://humanevents.com/2019/09/19/amy-coney-barrett-is-not-a-safe-pick-for-the-supreme-court/ 
Archive: https://archive.fo/IQ8ji 

Watch the podcast 

Stream video: stream video 

Stream audio: stream audio 

Download video (mp4): direct download link 

Download audio (mp3): direct download link 


Bitchute link: watch video 


1/2 


Please see Site Map if links don’t work. 


2/2 


